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Message Text 


UNCLASSIFIED 
PAGE 01 ROME 10340 270908Z 
12 

ACTION HEW-08 

INFO OCT-01 EUR-25 ISO-OO EB-11 SCI-06 DRC-01 RSC-01 /053 W 

014172 

R 270900Z JUL 74 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 6149 

UNCLAS ROME 10340 

E.O. 11652: N/A 

TAGS: EIND, OGEN, TBIO, IT 

SUB J : CLASS I RECALL, PACEMAKER PULSE GENERATOR 
REF : STATE 159738 
DEPT PASS FDA 

1. EMBASSY CONTACTED DOCTORS LISTED FOR ITALY INCLUDING 
DR. DEBONIS OF THE SANTA MARIA HOSPITAL IN TERNI WHO WAS 
ONE NOT IDENTIFIABLE. 

2. ONLY DR. D' ALESSANDRO IN ROME HAD BEEN INFORMED BY 
GENERAL ELECTRIC OF THE PACEMAKERS RECALL. 

3. ALL DOCTORS REPORTED TO HAVE IDENTIFIED, CONTACTED 
AND TO HAVE UNDER CONTROL PATIENTS WITH DEFECTIVE PACE- 
MAKERS WHICH IN MANY CASES HAVE ALREADY BEEN REPLACED. 

4. THE PATIENT AT REGGIO EMILIA HOSPITAL DIED TWO MONTHS 
AGO, APPARENTLY FOR CAUSES NOT ATTRIBUTED TO PACEMAKER 
FAILURE. 

5. EMBASSY INFORMED MINISTRY OF HEALTH OF ABOVE ACTION.VOLPE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DATA, EQUIPMENT, HEALTH, MEDICAL FACILITIES, PEACEFUL USES OF ATOMIC ENERGY 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 27 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ROME10340 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740204-0774 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974071 2/aaaaajta. tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 159738 

Review Action: RELEASED, APPROVED 

Review Authority: martinjw 

Review Comment: n/a 

Review Content Flags: 

Review Date: 04 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 MAR 2002 by thomasv0>; APPROVED <17 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CLASS I RECALL, PACEMAKER PULSE GENERATOR 
TAGS: EIND, OGEN, TBIO, IT 
To: STATE 
Type: TE 
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